Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 OECD P 24650 241114Z 

54 

ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-OO ERDE-00 NRC-05 /030W 

097286 

R241107Z SEP 75 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 8549 

CONFIDENTIAL OECD PARIS 24650 

EXCON 

E.O. 11652 XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW: REQUEST TO CANADA ON POLISH 
OSCILLOSCOPES - IL 1584 

REFS: A. STATE 154277 AND 180534 
B. OECD PARIS 22822 

1. CANADIAN DEL'S REPLY TO REF A QUERIES IS QUOTED BELOW 
IN FULL. 

2. "IN ANSWER TO YOUR LETTER DATED AUGUST 4TH, 1975. AND 
FURTHER TO OUR DISCUSSIONS ON IL 1584 OSCILLOSCOPES, I 
WISH TO INFORM YOU THAT MY AUTHORITIES ADVISED ME THAT 
THEY ARE NOT PREPARED TO SPECIFICALLY ANSWER ALL THE QUES- 
TIONS RAISED BY YOU IN YOUR LETTER AS TO DO SO WOULD CON- 
TRAVENE THE COMMERCIAL CONFIDENTIALITY OF THE BASIS ON 
WHICH THE INFORMATION HAS BEEN OBTAINED. HOWEVER WE CAN 
ADVISE YOU THAT ACCORDING TO INFORMATION FROM THE 1973 PO- 
LISH CATALOGUE THE POLISH OS-710 OSCILLOSCOPE HAS THE FOL- 
LOWING BASIC PARAMETERS: 

BANDWIDTH, 3DB DOWN POINTS; DC TO 150 MHZ 
RISE TIME: 2.4 NANOSECONDS 
SENSITIVITY: 50 MV/CM 
INPUT IMPEDENCE: 1 MEGOHM 
SWEEP TIME: 50 NANOSECONDS TO 1 SECOND/CM (EXPAND- 
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ACCURACY: EXPANDED SWEEP TIME: 5 

"SINCE THE RATED BANDWITH IS QUOTED AT 3 DB DOWN 
POINTS, THE BANDWITH AT LESSER DEGRADATION IS OVER 150 MHZ 
AS WAS STATED BY THE CANADIAN EXPERT DURING THE DISCUSSION 
OF IL 1584 ON JUNE 19, 1975. 

OURINFORMATION WOULD INDICATE THAT THE POLISH OS-710 OS- 
CILLOSCOPES HAVE BEEN EXPORTED TO THE UNITED STATES. 
PERHAPS THE UNITED STATES AUTHORITIES COULD OBTAIN USAGE 
DATA FROM THE US CUSTOMERS, AND DETERMINE THE TYPICAL 
COMPONENT SOURCING BY EXAMINING ONE OF THEIR UNITS. 

"I AM ENCLOSING ONE COPY OF THE TECHNICAL BROCHURE ON THE 
POLISH OS-710 OSCILLOSCOPE WHICH SHOULD BE SUFFICIENT 
EVIDENCE OF PROOF OF THE POLISH CAPABILITY." 

3. ATTACHED BROCHURE BEING AIRMAILED TO OEA/WALINSKY. 
TURNER 
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